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RT™ to be HABHFSSED; 
ggy MBTEOP .IMPROVES COMBDSTIBIUTY 
Qg BBOWK COAL 


TISZA ?«arECT DISCOSaB© - Tllag, JNo 1200, 3 Jun 49 

A ccnference vae held with Dr Emil technical adviser of the 

Tisza Project, in which the project vae dlecuaeoclA 

One of tho moat lasportant items for the reduction of the Five-Year Plan 
ia the harnessing of the Tleia Rlrero The project still in "blueprint form^ 
hut there is a working aodel^ on which experiments are heing performed to iron 
out cona true t Ion prohlaas* 

Tile p.i^oject Is dl'fldsd into three parts: hydroelectric eyatem, an Irrigh'’ 
tion ey«tem, and a oystsm of canal locks « The hydrooleotric plant will have 
four piTwerfui turbtneB ^hicih will supply electricity to the industrial district 
of Dloegyor and the Biirroaifcd.tog rural arFsaSe For control of the Tisza there will 
he three large iron flood gates each having a width of 37 metera and a height of 
0 meters o These gates will laprove shipping and provide water I'or the hydroelectric 
plant; they will also he used for irrigation^ The canal will he large enoi;igh to 
handle ships of 1,000 to 1,200 tonso 


PROPANE -BUl’AHE GAS ADDED TO BROWN COAL Eis Ujeag» Do 121, 26 May 49 

In a lecture at the Scientific Society for Ihernodynamlcs* engineer 
Baroly Remtolczlky made report on the result of his experiment to Improve 
the combuctlbllity of brown coal. Only one third of HungELry'^s indiistrla? coal 
comes from the Tata-Dorog coal field j. the reacalning two thirds Is hrown ccal, 
which 13 vet, vlusty, laarea a lot of ash, and does not burn well. The comhuatl- 
hllity of this brown coal noert he Improved and this can he done by the addi- 
tion of a supplementary fuel known as propane -butane gas. The 20 -percent 
propane-butane will make' even the 2 Loo-caloiT- Putnok coal burn completely. 
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This new method will eliminate the faulty mixing of the different coals. ^ 
since only one type of coal will he used/ with the adiltion of gasr The 
coal of low caloric content with the 20-percent propane -hutane gas as a supple - 
luent, vrili be burned cdhpletely so that there will be hardly any aaho 


The low “Quality coal is. uirr.ellable as regards proper heat control In 
the generation of steam* This problem of unlfciTiity of heat will be solved 
by the gas, which has; caloric content of ll^OQO calories per :g'llogramo 


Exparliaenta using gas are ; being conducted in the centi'al heating plant 
at the hospita- where BeidnlCzllry is engineer* ’The propane 'butane gas 
la passed through a biuisen biu^er Bund over the bfovrti co^ An air dfaft 
Is blown over the coal and it hurne:, lea^ng practically no, feald^^ ^ 
gas can be used only In furnaces' equipped with mbvl^ Great damage 

will result If it :1b' put d if ectly into tb© furnace . This new method c£S^'ot 
be used in domeetlc heating plants, beCaUse under certain cpndltiOnfl it would 
be very dangerous for Inescpeidenced persons tp handle lt,« It still is not 
feasible to use this euppleaaontary f uel in; furnaces with inclined gratings and 
In cast-iron furnaces using coke ae a fuel. 
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